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PAGE 01 BELGRA 02956 111432Z 
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ACTION NSF-02 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 ABF-01 FSE-00 /021 W 

000429 

P 111329Z JUN75 

FM AMEMBASSY BELGRADE 

TO SECSTATE WASHDC PRIORITY 3085 

UNCLAS BELGRADE 2956 

PASS TO: DR. CHARLES ZALAR/NSF 
E.O. 11652: N/A 
TAGS: OSCI, YO 

SUBJECT: SFCP/NSF - THE QUALITY OF ELECTRICAL ENERGY PROJECT 

REF: TELCON BETWEEN FAISECTC AND SCIENCE OFFICE OF 6/1 1/1975 

RAJACIC AND SUTLOVIC HAVE ASKED THAT THE FOLLOWING MESSAGE BE 
SENT URGENTLY TO DR. ZALAR OF NSF QUOTE YUGOSLAV SIDE EXPECTS 
ZALAR TO GIVE FULL INFORMATION OF NSF INTEREST FOR NEW PROJECTS 
AND FIELDS TO BE FUNDED FROM NSF ALLOCATION FROM QEE. YUGOSLAV SIDE 
PLANS TO HAVE A SPECIAL MEETING WITH DR. ZALAR AND YUGOSLAV 
SCIENTISTS CONCERNING THIS QUESTION. UNQUOTE. 
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